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3.125 (a) 

FACILniES, GENERAL 

The bear enctosune which is now used as a lock out has a stepping area for ihe pool made of poles which have 
several bolts protruding gulwand. Tbess balls oopIrJ oauld cause injury if Che bears during Igckwt climb onto the 
stepplr^ polos. Tha icanasp stated the bears are at ibis lock out area only during clear^mg and are monltcMad. 

There are a few nrteial lock oui gilliotine door^ lhal are rusted ai the botlem and naed raplaced at several lion and 
tjgsr enclosures Although these rusted areas do not cause any ihreal o1 entering the other side or Injuries at this 
lime, they need to be replaced and kepi in good repair for no luture problems, 

Enclosures must be consiructed o( such material and of such slrenglh as appropriate for the animate involved. The 
CsutIdMr housing facilities sb 0 .ll b§ sfruclurally sound end shgll be maintained in ggsod repair to protect Ihe animate 
Irom injury and lo contain the animate. 
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